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DEPARTMENT OF STATE. 

Regulation Governing the Carriage of Small Arms and 

Ammunition on American Vessels Engaged in Commerce 

with Spain 

May 1, 1937. 

Section 10 of the joint resolution of Congress approved 
May 1, 1937, amending the joint resolution approved August 
31. 1935, provides as follows: 

Sec. 10. Whenever the President shall have issued a proclama¬ 
tion under the authority of section 1, it shall thereafter be 
unlawful, until such proclamation Is revoked, for any American 
vessel engaged In commerce with any betligerant state, or any 
state wherein civil strife exists, named in such proclamation, to 
be armed or to carry any armament, arms, ammunition, or 
implements of war, except small arms and ammunition therefor 
which the President may deem necessary and shall publicly desig¬ 
nate for the preservation of discipline aboard such vessels. 

Section 11 of the said joint resolution provides a follows: 

Sec. 11. The President may, from time to time, promulgate such 
rules and regulations, not inconsistent with law. as may be nec¬ 
essary and proper to carry out any of the provisions of this 
Act; and he may exercise any power or authority conferred on 
him by this Act through such officer or officers, or agency or 
agencies, as he shall direct. 

The Presidents proclamation 1 of May 1, 1937. issued pur¬ 
suant to the provisions of section 1 of the above-mentioned 
joint resolution provides in part as follows: 

And I do hereby delegate to the Secretary of State the power 
to exercise any power or authority conferred on me by the said 
Joint resolution as made effective by this my proclamation issued 
thereunder and the power to promulgate such rules and regu¬ 
lations not inconsistent with law as may be necessary and proper 
to carry out any of its provisions. 

In pursuance of those provisions of the law and of the 
President’s proclamation of May 1, 1937. which are quoted 
above, the Secretary of State announces that American 
vessels engaged in commerce with Spain may carry such 
small arms and ammunition as the masters of these vessels 
may deem indispensable for the preservation of discipline 
aboard the vessels. 

I seal] Cordell Hull, 

Secretary of State, 

IP. R. Doc. 37-1297; Piled, May 7. 1937; 9:51 a.m.| 


Rules and Regulations Governing the Soliciting and 
Receiving of Contributions for Use in Spain 

May 5. 1937. 

Section 3 of the joint resolution of Congress approved May 
1. 1937 (Public Resolution—No. 27—75th Congress—First 
Session), amending the joint resolution approved August 31, 
1935, as amended, provides in part as follows: 

(a) Whenever the President shall have Issued a proclamation 
under the authority of section 1 of this Act, it 6hall thereafter 

1 2 P. R. 923. 


be unlawful for any person within the United States to purchase, 
sell, or exchange bonds, securities, or other obligations of the 
government of any belligerent state or of any state wherein civil 
strife exists, named In such proclamation, or of any political 
subdivision of any such state, or of any person acting for or on 
behalf of the government of any such state, or of any faction 
or asserted government within any such state wherein civil strife 
exists, or of any person acting for or on behalf of any faction 
or asserted government within any such state wherein civil strife 
exists, issued after the date of such proclamation, or to make any 
loan or extend any credit to any such government, political sub¬ 
division, faction, asserted government or person, or to solicit or 
receive any contribution for any such government, political sub¬ 
division, faction, asserted government or person; • * • Noth¬ 

ing in this subsection shall be construed to prohibit the solicita¬ 
tion or collection of funds to be used for medical aid and 
assistance, or for food and clothing to relieve human suffering, 
when such solicitation or collection of funds is made on behalf 
of and for use by any person or organization which is not acting 
for or on behalf of any such government, political subdivision, 
faction, or asserted government, but all such solicitations and 
collections of funds shall be subject to the approval of the 
President and shall be made under such rules and regulations 
as he shall prescribe. [Italics suppUed] 

• •••••• 

(c) Whoever shall violate the provisions of this section or of 
any regulations issued hereunder shall, upon conviction thereof, be 
fined not more than $50,000 or Imprisoned for not more than 
five years, or both. Should the violation be by a corporation, or¬ 
ganization. or association, each officer or agent thereof participat¬ 
ing in the violation may be liable to the penalty herein prescribed. 

On May 1, 1937, the President issued a proclamation' in 
respect to Spain under the authority of section 1 of the said 
joint resolution thereby making effective in respect to that 
country the provisions of section 3 of the said joint resolu¬ 
tion quoted above. 

Section 11 of the said joint resolution provides as follows: 

Sec. 11. The President may, from time to time, promulgate such 
rules and regulations, not inconsistent with law, as may be neces¬ 
sary and proper to carry out any of the provisions of this Act; and 
he may exercise any power or authority conferred on him by this 
Act through such officer or officers, or agency or agencies, as he 
shall direct. 

The President's proclamation of May 1, 1937, referred to 
above, issued pursuant to the provisions of section 1 of the 
above-mentioned joint resolution provides in part as follows: 

And I do hereby delegate to the Secretary of State the power 
to exercise any power or authority conferred on me by the said 
Joint resolution, as made effective by this my proclamation is¬ 
sued thereunder, and the power to promulgate such rules and 
regulations not inconsistent with law as may be necessary and 
proper to carry out any of its provisions. 

In pursuance of those provisions of the law and of the 
President's proclamation of May 1, 1937, which are quoted 
above, the Secretary of State promulgates the following 
regulations: 

(1) Persons, organizations, or associations not acting for 
or on behalf of the Government of Spain or any political 
sub-division, faction or asserted government in that coun¬ 
try desiring to solicit or collect funds to be used for medical 
aid and assistance in Spain or for food or clothing to relieve 
human suffering in that country shall register with the 
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Secretary of State. To this end they shall make applica¬ 
tion to the Secretary of State in writing. 

(2) Persons, organizations, or associations applying to 
register with the Secretary of State shall submit a state¬ 
ment under oath giving their names and addresses and 
Information, (a) as to the means which they propose to 
employ to solicit or collect contributions, (b) the purposes 
for which these contributions are intended, and (c) the 
name or names and the address or addresses of the per¬ 
sons, organizations, or associations to whom the contribu¬ 
tions received are ultimately to be sent; and organizations 


or associations so applying shall also submit under oath a 
statement of the names and addresses of their responsible 
officers. 

(3) No person, organization, or association shall solicit or 
collect contributions without having in his or its possession 
a notice from the Secretary of State of acceptance of regis¬ 
tration which has not been revoked; Provided, however, 
that nothing in this regulation shall be construed as requir¬ 
ing a person acting on behalf of a registrant to have in his 
possession a notice of acceptance of registration. Notices of 
acceptance of registration shall not be exhibited or be used 
in any manner which might be construed as implying offi¬ 
cial endorsement of organizations engaged in soliciting 
funds. 

(4) Persons, organizations, or associations receiving noti¬ 
fication of acceptance of registration shall submit to the 
Secretary of State on the first of every month following the 
receipt of such notification, sworn statements, in the form 
annexed hereto, setting forth the amount of the conribu- 
tions received and the disposition made thereof. 

(5) Registration may be revoked by the Secretary of 
State for failure to comply with provisions of the law or 
of these regulations. 

Annex 

Name---- 

No. of Notice of Acceptance of Registration- 

Total of funds received by the registrant during the month of 

... 1937.. 

Total of funds expended by the registrant during the month of 

__ 1937. for medical aid and assistance In 

Spain or for food and clothing to relieve human suffering In tha 

country_ 

Funds delivered to other persons, organizations, or association?, 
during the month of-- 1937, with the in¬ 

tention that It be ultimately expended for medical aid and 
assistance in Spain or for food and clothing to relieve human 
suffering In that country. 

Names of persons, organizations or 

associations Addresses Amounts 


[SEAL] 


Cordell Hull. 

Secretary of State. 


(F. R. Doc. 37-1298; Filed. May 7.1937; 9:51 a. m.) 


TREASURY DEPARTMENT. 

Bureau of Custom*. 


(T. D. 489531 

Customs Regulations Amended—Invoicing 

Customs Regulations of 1931, providing that consular in¬ 
voices are not required for imported merchandise not exceed¬ 
ing $100 in value, amended. 

To collectors of customs and others concerned: 

Pursuant to the authority contained in section 484 (b) 
of the Tariff Act of 1930 (U. S. C., title 19. sec. 1484 (b>>. 
article 294 (b) (1> of the Customs Regulations of 1931 Is 
hereby amended to read as follows: 

(1) Merchandise not exceeding $100 In dutiable value, and 
merchandise the purchase price of which, Including the cost of 
packing and other dutiable items, does not exceed $100. 

(seal I J. H. Moyle, 

Commissioner of Customs. 

Approved: April 30, 1937. 

Wayne C. Taylor, 

Acting Secretary of the Treasury. 

(F. R. Doc. 37-1301; Filed. May 7,1937; 11:31 a. m.J 
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Regulations 

TO GOVERN THE OPENING OF THE WASHINGTON STREET HIGHWAY 
BRIDGE AND THE NEW YORK. NEW HAVEN it HARTFORD RAILROAD 
BRIDGE ACROSS THE NORWALK RIVER AT NORWALK, CONNECTICUT 

The Law 

The River and Harbor Act of August 18, 1894, contains the 
following section: 

Section 5. That it shall be the duty of all persons own¬ 
ing, operating, and tending the drawbridges now built, 
or which may hereafter be built across the navigable 
rivers and other waters of the United States, to open, or 
cause to be opened, the draws of such bridges under such 
rules and regulations as in the opinion of the Secretary 
of War the public interests require to govern the opening 
of drawbridges for the passage of vessels and other water 
crafts, and such rules and regulations, when so made and 
published, shall have the force of law. Every such per¬ 
son who shall willfully fail or refuse to open, or cause to 
be opened, the draw of any such bridge for the passage 
of a boat or boats, or who shall unreasonably delay the 
opening of said draw after reasonable signal shall have 
been given, as provided in such regulations, shall be 
deemed guilty of a misdemeanor, and on conviction thereof 
shall be punished by a fine of not more than two thou¬ 
sand dollars nor less than one thousand dollars, or by 
imprisonment (in the case of a natural person) for not 
exceeding one year, or by both such fine and imprison¬ 
ment, in the discretion of the court: Provided. That the 
proper action to enforce the provisions of this section may 
be commenced before any commissioner, judge, or court 
of the United States, and such commissioner, judge, or 
court shall proceed in respect thereto as authorized by law 
in case of crimes against the United States: Provided 
further, That whenever, in the opinion of the Secretary 
of War, the public interests require it, he may make rules 
and regulations to govern the opening of drawbridges for 
the passage of vessels and other water crafts, and such 
rules and regulations, when so made and published, shall 
have the force of law. and any violation thereof shall be 
punished as hereinbefore provided. 

The Regulations 

In pursuance of the foregoing law, the following regula¬ 
tions are prescribed to govern the opening of the Washing¬ 
ton Street highway bridge and the New York, New Haven & 
Hartford Railroad bridge across the Norwalk River at Nor¬ 
walk, Connecticut. 

1. The owners of, or agencies controlling the above- 
named bridges shall provide the appliances and personnel 
necessary for the safe, prompt and efficient operation of 
the draw. 

2. The draw shall be opened promptly when the signal, 
hereinafter prescribed for the opening of the draw, is 
received from an approaching vessel or other water craft 
which cannot pass under the closed draw except as here¬ 
inafter provided. 

3. Signals .— 

Call Signals for Opening of Draw 
Sound Signals: 

Highway Bridge—Three short blasts of horn or 
whistle. 

Railroad Bridge—One long and two short blasts of 
horn or whistle. 

Except that for vessels drawing at the time 14 feet 
and more the above signal shall be followed by one long 
blast of horn or whistle. 

Visual Signals: 

To be used in conjunction with sound signals when 
conditions are such that sound signals cannot be heard. 

A white flag by day, and a white light by night, swung 
in full circles at arm's length in full sight of the bridge 
and facing the draw. 


Acknowledging Signals 

By bridge operator .— 

Sound Signals: 

Draw to be opened immediately: Same as call signal. 

Draw cannot be opened immediately, or, if open, must 
be closed immediately: 2 long blasts of a horn or whistle, 
to be closed immediately: 2 long blasts of a horn or 
whistle, to be repeated at regular intervals until ac¬ 
knowledged by the vessel. 

Visual Signals: 

Draw to be opened immediately: A white flag by day 
or a green light at night swung up and down vertically 
a number of times in full sight of the vessel. 

Draw cannot be opened immediately, or, if open, must 
be closed immediately: A red flag by day. a red light by 
night, swung to and fro horizontally in full sight of the 
vessel, to be repeated until acknowledged by the vessel. 

By the vessel — 

Vessels or other water craft having signaled for the 
opening of the draw and having received a signal that 
the draw cannot be opened immediately, or if open 
must be closed immediately, shall acknowledge said sig¬ 
nal by one long blast followed by a short blast, or by 
swinging to and fro horizontally a red flag by day and 
a red light by night. 

Exceptions 

The highway bridge: Closed periods when the draw need 
not be opened except for vessels drawing at the time more 
than 14 feet of water: 

Between 7:15 a. m. to 8:20 a. m. 

Between 11:50 a. m. to 12:15 p. m. 

Between 12:45 p. m. to 1:00 p. m., and 
. Between 4:15 p. m. to 5:15 p. m. 

The railroad bridge: Closed periods when the draw need 
not be opened: 

When signal for opening the bridge is given between the 
hours of 7:00 a. m. and 9:00 a. m.. or between 4:00 p. m. and 
6:00 p. m. and low tide is predicted in the tide tables pub¬ 
lished by the United States Coast and Geodetic Survey to 
occur within 1 hour before or after the time when such 
signal is given, the opening of the bridge may be delayed 
not to exceed 20 minutes from the time such signal is given. 
Provided, however , that when a train scheduled to pass be¬ 
yond the bridge without stop has passed the last station 
nearest the bridge and is in motion toward the bridge, the 
bridge need not be opened until the approaching train has 
been brought to a stop. 

4. A copy of these regulations shall be conspicuously 
posted on both the upstream and downstream sides of the 
bridge in such manner that it can be easily read at any 
time. 

5. These regulations shall take effect and be in force on 
and after the date of approval hereof and the regulations 
approved June 21, 1933, to govern the operation of the 
above named bridges are hereby revoked. 

Approved, April 28, 1937. 

[seal] Harry H. Woodring, 

Secretary of War. 

(F. R. Doc. 37-1296: Filed, May 7, 1937; 9:37 a. mj 


DEPARTMENT OF THE INTERIOR. 

Division of Territories and Island Possessions, 

The Alaska Railroad 

GENERAL CIRCULAR NO. 379 

Anchorage, Alaska, April 8, 1937. 

To all concerned: 

Effective April 9, 1937, Dr. Walter C. Graham is appointed 
Railroad Surgeon at Seward, during the absence of Dr. A. 
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D. Haverstock who has been granted leave of absence for 
a period of three months. 

J. J. Delaney, 

Acting General Manager. 

The above Is hereby confirmed. 

April 30. 1937. 

Ruth Hampton, 

Acting Director. 

(F. R. Doc. 37-1299; Filed. May 7. 1937; 9:53 a. m.] 


The Alaska Railroad 

DIVISION SHEET NO. 1 

r (Cancels Division Sheet No. 1 to Tariff 5-C) to Joint Freight 
Tariff No. 5-D (I. C. C. No. 121)1 

Applying on Class and Commodity rates between Seattle 
and Tacoma, Wash., and points on THE ALASKA RAIL¬ 
ROAD, in ALASKA, in connection with Alaska Steamship 
Co., via SEWARD, ALASKA, port of interchange. 

Governed by the Western Classification No. 66. supple¬ 
ments thereto or reissues thereof, and by exceptions to said 
classification as published in Joint Freight Tariff, No. 5-D, 
I. C. C. No. 121, or supplements thereto. 

CLASS BATE PROPORTIONS ACCRUING TO ALASKA STEAMSHIP COMPANY 

Via Seioard, Alaska 


Class Rate Proportions in cents per 100 
pounds 


Stations 



1 

2 

3 

4 

5 

A 

B 

O 

D 

E 

Primrose, Alaska (Index No. 6) to 
Anchorage, Alaska (Index No. 40) 
inclusive ... 

150 

130 

105 

90 

80 

80 

75 

65 

60 

55 

Whitney. Alaska (Index No. 42) to 
Fairbanks Alaska (Iudex No. 232) 
inclusive.... 

125 

105 

90 

80 

75 

75 

70 

60 

55 

50 


BALANCE OF THROUGH CLASS RATES ACCRUES TO THE ALASKA RAILROAD 

Exceptions to Western Classification 

Rates governed by exceptions to Western Classification will divide 
on class rate basts provided above, except as foUows: 


Item 


30 


35 

40 


Commodities as described in individual items 

Proportions 
in cents per 
100 lbs. ac¬ 
cruing to 

A. 8. 8. 

Emigrant movables, carloads. Primrose (Index No. fi) to Anchor¬ 
age (Index No. 40) inclusive ...— 

75 

Whitney (Index No. 12) to Fairbanks (Index No. 232) inclu- 

70 

Explosives, Viz: Powder, Dynamite, etc,. Carloads nr less than 

carloads .-..... __ 

125 

Explosives, Viz; Caps, Fuse, etc.. Carloads or less than carloads. 

125 


BALANCE ACCRUES TO THE ALASKA RAILROAD 

Minimum Proportion 

Minimum proportion accruing to the Alaska Steamship 
Company will be the regular proportion of the class rate for 
100 pounds at the class or commodity rate, but in no case 
less than $1.00. 

Heavy Pieces 

In addition to regular proportions named herein, the 
Alaska Steamship Company shall receive the entire revenue 
accruing under Item No. 195, Page 15 of tariff governing 
charges for handling heavy pieces by steamer. 

Refrigeration—Cool Room Service 

In addition to regular proportions named herein, the 
Alaska Steamship Company shall receive the entire revenue 
accruing under Item No. 255, Page 16 of tariff governing 


charges for handling shipments In Cold Storage or Cool 
Room on steamer. 

Issued to become effective April 1, 1937. 

Issued by: 

O. F. Ohlson, 

General Manager , 

Anchorage, Alaska. 

Commodity Rate Proportions Accruing to Alaska Steamship Com¬ 
pany on Traffic To or From • Points on the Alaska Railroad and 
Connecting River Lines, via Seward. Alaska 


ItATO 

no. 


Commodity as described in individual Items 


A. 8. 8. 
propor 
tion 


350 

355 

360 

365 

370 

375 

3S0 

381 

385 

390 

395 

400 

405 

4!0 

415 

420 


425 

430 

431 
435 
440 
445 


450 

455 

460 

465 

470 

475 

485 

490 

495 

500 

502 

505 

510 

515 


517 


520 

525 

535 


540 

545 


Agricultural implements and imrt3 
Airplane motors and cylinders - - — 

Alfalfa seed, etc .-. 

Canned poods . . 

Cans, empty, including can ends - 

Cans, collapsed, including can ends . 

Carriers, empty returned beer kegs. etc... 

Carriers, vlx. cylinders __~— 

Cement, fire clay, etc . 

Clams and crab, canned ... 

Concrete reinforcing liars. --- 

Crabs, clams, fish, fresh ... 

Explosives, etc ...—... 

Fertilizer, etc ____ 

Fibre boxes, K. D --- 

Fibreboord, etc.: 

Anchorage ___ 

Fairbanks __ 

Fish, canned, etc . 

Fruit and vegetables, fresh .. 

Fruit, viz. peaches .....—... 

Grain and grain products -- 

Hay and straw, comp . 

Hay and straw, s/c.: 

Anchorage .... 

Fairbanks. .. 

Iron and steel and articles, etc. . 

Lime, quick ..... 

Logs ..-..- 

Lumber, piling and poles. . 

Lumber, common .—___ 

Lumber, common ... 

Meat, fresh, etc .—. 

Meat, fresh .. 

Mining machinery..- .—. 

Ore and concentrates ..—- 

Petroleum products .. 

Poles ... .... 

Pole line construction material -- 

Rutabagas and turnips: 

Cordova ---- 

Kodiak ... 

Sacks: 

L. O. L. .-... 

Vegetables: 

Cordova ---- 

Kodiak .. 

Vehicles, motor. 

Wire, coppery . 




30 

125 

30 

76 

105 

40 

45 

30 

55 

36 

55 

55 

125 

:w 

80 

65 

60 

33 

230 

116 

65 

75 

105 
90 
80 
90 
21 
65 
35 
25 
‘245 
* 145 
55 
1 25 
75 
45 
01 

30 

40 

80 

75 

35 

70 

30 

40 

450 

65 


‘ Proportion includes refrigerator and/or cool room service. 

» Where value exceeds $50.00 i>er 2,000 pounds, proportions will be Increased -5 
percent for each 100 percent or fraction thereof of excess valuaiiou. Balance accrues 
to The Alaska Railroad. 


The A. S. S. proportions named herein do not include 
wharfage and handling charges at Seattle or Tacoma, which 
are additional to through rates. 

The Alaska Railroad proportion will Include wharfage, 
loading to or unloading from cars, switching and other 
terminal service at Seward, Alaska. Lumber to be received 
at or delivered to ship’s tackle at Seward, Alaska. 

Tlie above Is hereby confirmed. 

April 30, 1937. Ruth Hampton, 

Acting Director. 

|F. R. Doc. 37-1300; Filed, May 7, 1937; 9:53 a. m.1 


FARM CREDIT ADMINISTRATION. 

(FCA 36 J 

Production Credit Corporation of St. Paul 
CONVERSION OF CLASS A STOCK 

To all Production Credit Associations in the States of Minne¬ 
sota, North Dakota, Wisconsin and Michigan: 

Section 26 (d) of the Bylaws of your association and an 
identical provision contained in Section 104 (j) (1) Rules 
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and Regulations for Production Credit Associations provide 
as follows: 

Class A Stock. —Upon authorization of a loan to a holder of 
Class A stock the Board of Directors may permit the conversion 
of any or all of such Class A stock at the fair book value thereof 
(not to exceed par) Into Class B stock in accordance with such 
terms and conditions as may be prescribed by the Corporation 
so long as it is the holder of any stock in the Association. 

The manner of exercising the right to convert Class A 
stock into Class B stock was prescribed in PCA Bulletin No. 
146 (April 21, 1936). but the privilege of making such con¬ 
version is hereby limited as follows: 

So much only of Class A stock at the fair book value 
thereof (not to exceed par) may be converted into Class B 
stock as will satisfy the B stock requirements for the new 
loan negotiated by the owner of such stock: provided, that 
sufficient Class A stock should always be converted so that 
no fractional share of Class A stock will remain after the 
completion of the conversion. 

[seal! Production Credit Corporation of St. Paul. 

By George Susens, President . 

Confirmed: 

F. D. Elliott, 

Vice President . 

[P. R. Doc. 37-1302; Piled. May 7. 1937; 11 ;55 a. m.] 


[IT-54661 

Application of Pennsylvania Electric Company and The 
Clarion River Power Company for Approval of the Sale 
of all of the Franchises and Property of The Clarion 
River Power Company to Pennsylvania Electric Company 

ORDER S E TT IN G HEARING 

Upon joint application of Pennsylvania Electric Company 
and The Clarion River Power Company filed April 30, 1937, 
under the provisions of Sections 8 and 203 of the Federal 
Power Act. for approval of the transfer of all of the fran¬ 
chises and property of said The Clarion River Power Com¬ 
pany, including the Federal Power Commission license for 
Project No. 309 to Pennsylvania Electric Company for a con¬ 
sideration of $5,963,767.07, representing the cancellation of 
an indebtedness in said amount, and the assumption by 
Pennsylvania Electric Company of all debts and liabilities 
of said The Clarion River Power Company; 

It is ordered: That a hearing upon said application be 
held on Wednesday. June 2. 1937, at 10:00 A. ML, in the 
Commission’s hearing room at Washington, D. C. 

Adopted by the Commission on May 4, 1937. 

[seal! Leon M. Fuqua y. 

Acting Secretary . 

[F. R. Doc. 37-1294; Filed, May 7,1937; 9:37 a. m.] 


FEDERAL COMMUNICATIONS COMMISSION. 

Amendment of Rule 229 

ASSIGNMENT OF FREQUENCIES IN AVIATION SERVICE 

The Commission at a general session held on April 28, 
1937, adopted the following Order amending Rule 229: 

Order 

The Commission having under consideration the assign¬ 
ment of frequencies in the aviation service; 

And it appearing that public convenience, interest or ne¬ 
cessity requires the assignment of the frequencies herein¬ 
after designated to the various classes of stations named, 
pursuant to Section 303 (c) of the Communications Act of 
1934 

It is ordered, That effective this date, the Commission’s 
Rule 229 be amended to read In part as follows: 

Frequency (kc) 

Allocation 


8240 

• • 

10. 850 

10.860 

• ♦ 

11.460 

11.475 

• • 

11,910 

• » 

11.955 

11,970 

• • 

17.000 

• • 

18, 360 


Ship telegraph and aviation 


Fixed 

10,855 Aviation 
Fixed 

• 

Fixed 

11.470 Aviation 

Government 

Aviation 

Fixed 

11,960 Aviation 
Fixed 


Coastal telegraph and aviation 
Aviation 
By the Commission. 

•seal] John B. Reynolds, 

Acting Secretary . 

[F. R. Doc. 37-1293; Filed. May 7,1937; 9:37 a. m.] 


FEDERAL POWER COMMISSION. 

Commissioners: Frank R. McNinch, Chairman, Clyde L. 
Seavey, Vice Chairman, Herbert J. Drane, Claude L. Draper, 
Basil Manly. 


Commissioners: Frank R. McNinch. Chairman, Clyde L. 
Seavey, Vice Chairman, Herbert J. Drane, Claude L. Draper, 
Basil Manly. 

[Project No. 874] 

In re Violation of License by Woodhousb Mining Company 

ORDER TO SHOW CAUSE 

Upon consideration of licensed project No. 874, constructed 
under license issued to Woodhouse Mining Company on 
May 20, 1930, and upon the entire record in said matter, 
from which consideration it appears that the project works 
were constructed in violation of the plans and specifications 
approved by the Commission, and that such violation has 
not been remedied although licensee was notified by letter 
of July 27. 1936, that if such violation were not remedied 
by January 31, 1937, the matter would be brought to the 
attention of the Commission for reference to the Attorney 
General for revocation of license; and that no reply has 
been received by the Commission to said letter; 

It Is ordered: 

(1) That Woodhouse Mining Company, licensee for proj¬ 
ect No. 874, appear at the office of the Commission in the 
Phelan Building, Market and O’Farrell Streets, San Fran¬ 
cisco, California, at 10 o’clock a. m„ on Thursday, June 10. 
1937, to show cause why the matter of its violation of said 
license should not be referred to the Attorney General; 

(2) That E. W. Kramer, Regional Director of the Com¬ 
mission at San Francisco, California, be and he is hereby 
designated as Examiner to conduct said hearing and for the 
purpose of said hearing to have all the rights, powers, and 
duties of an Examiner as prescribed in the Commission’s 
order of January 28, 1936. 

Adopted by the Commission on May 4, 1937. 

LsealJ Leon M. Fuquay, 

Acting Secretary . 

[F. R Doc. 37-1295; Filed. May 7, 1937; 9:37 a. m.J 


SECURITIES AND EXCHANGE COMMISSION. 

United States of America—Before the Securities 
and Exchange Commission 

At a regular session of the Securities and Exchange Com¬ 
mission held at its office in the City of Washington, D. C., 
on the 6th day of May, A. D., 1937. 
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(Pile No. 46-44] 

In the Matter or the Middle West Corporation 

NOTICE or AND ORDER FOR HEARING 

An application having been duly filed witJi this Commis¬ 
sion. by The Middle West Corporation, a registered holding 
company, pursuant to Section 10 (a) (1) of the Public 
Utility Holding Company Act of 1935, for approval of the 
acquisition by it from Middle West Utilities Company of 
Canada. Ltd., all of whose outstanding securities are owned 
by applicant, of 3,000 shares of $6 Cumulative Preferred 
Stock without par value of Central Illinois Public Service 
Company, a subsidiary of applicant, for $199,563.75 in cash, 
and of 308 shares of common stock, without par value but 
having a stated value of $20 per share, of Kentucky Se¬ 
curities Company, a subsidiary of Kentucky Utilities Com¬ 
pany which is a subsidiary of applicant, for $7,237 in cash. 

It is ordered that a hearing on such matter be held on 
May 26. 1937, at 10 o’clock in the forenoon of that day at 
Room 1103, Securities and Exchange Building, 1778 Penn¬ 
sylvania Avenue. NW., Washington, D. C.: and 

Notice of such hearing is hereby given to said party and 
to any interested State, State commission, State securities 
commission, municipality, and any other political subdivision 
of a State, and to any representative of interested con¬ 
sumers or security holders, and any other person whose par¬ 
ticipation in such proceeding may be in the public interest 
or for the protection of investors or consumers. It is re¬ 
quested that any person desiring to be heard or to be ad¬ 
mitted as a party to such proceeding shall file a notice to 
that effect with the Commission on or before May 21, 1937. 

It is further ordered that Charles S. Moore, an officer 
of the Commission, be and he hereby is designated to pre¬ 
side at such hearing, and authorized to adjourn said hearing 
from time to time, to administer oaths and affirmations, 
subpoena witnesses, compel their attendance, take evidence, 
and require the production of any books, papers, corre¬ 
spondence, memoranda, contracts, agreements, or other rec¬ 
ords deemed relevant or material to the inquiry, and to 
perform all other duties in connection therewith authorized 
by law. # 

Upon the completion of the taking of testimony in this 
matter, the officer conducting said hearing is directed to 
close the hearing and make his report to the Commission. 

By the Commission. 

[seal] Francis P. Brassor, Secretary. 

JP. R. Doc. 37-1303; Piled, May 7.1937; 12:51p.m.] 


United States of America—Before the Securities 
and Exchange Commission 

At a regular session of the Securities and Exchange Com¬ 
mission held at its office in the City of Washington, D. C., 
on the 6th day of May, A. D. 1937. 

I File No. 31-397] 

In the Matter or the Application or Phelps Dodge 
Corporation 

NOTICE or AND ORDER FOR HEARING 

An application having been duly filed with this Commis¬ 
sion, by Phelps Dodge Corporation, pursuant to Section 3 (a) 
(3) of the Public Utility Holding Company Act of 1935, for 
exemption as a holding company from the provisions of said 
Act, 

It is ordered that a hearing on such matter be held on 
May 21, 1937, at 10:00 o’clock in the forenoon of that day at 
Room 1103, Securities and Exchange Building, 1778 Penn¬ 
sylvania Avenue NW. f Washington, D. C.; and 

Notice of such hearing is hereby given to said party and 
to any interested State, State commission. State securities 
commission, municipality, and any other politcal subdivision 
of a State, and to any representative of interested consumers 
or security holders, and any other person whose participation 
in such proceeding may be in the public interest or for the 
protection of investors or consumers. It is requested that 


any person desiring to be heard or to be admitted as a party 
to such proceeding shall file a notice to that effect with the 
Commission on or before May 15, 1937. 

It is further ordered that Robert P. Reeder, an officer of 
the Commission, be and he hereby is designated to preside 
at such hearing, and authorized to adjourn said hearing from 
time to time, to administer oaths and affirmations, subpena 
witnesses, compel their attendance, take evidence, and re¬ 
quire the production of any books, papers, correspondence, 
memoranda, contracts, agreements, or other records deemed 
relevant or material to the inquiry, and to perform all other 
duties in connection therewith authorized by law. 

Upon the completion of the taking of testimony In this 
matter, the officer conducting said hearing is directed to 
close the hearing and make his report to the Commission. 

By the Commission. 

[seal] Francis P. Brassor. Secretary. 

(P. R. Doc. 37-1304; Piled. May 7. 1937; 12:51 p. m.J 


United States of America—Before the Securities 
and Exchange Commission 

At a regular session of the Securities and Exchange Com¬ 
mission held at its office in the City of Washington, D. C., 
on the 6th day of May, A. D. 1937. 

[File No. 43-44] 

In the Matter or San Antonio Public Service Company 

NOTICE OF AND ORDER FOR HEARING 

A declaration having been duly filed with this Commis¬ 
sion, by San Antonio Public Service Company, a subsidiary 
of American Light & Traction Company, a registered holding 
company, pursuant to Section 7 of the Public Utility Hold¬ 
ing Company Act of 1935, regarding the reclassification and 
change of the declarant’s outstanding 55,000 shares of $100 
par value common stock, all owned by said American Light 
& Traction Company, into a like number of shares of no 
par value common stock, fixing of the stated value thereof 
at $70 per share, thus reducing the common stock liability 
of declarant by $1,650,000, and the issue and exchange of 
new certificates Representing the no par value common 
stock for the outstanding certificates representing the $100 
par common stock, it being stated that the proposed trans¬ 
action will permit declarant to write off an item of $2,507,- 
263.93 of “going-concern value.’’ 

It is ordered that a hearing on such matter be held on 
May 25, 1937, at 10 o’clock in the forenoon of that day at 
Room 1103, Securities and Exchange Building, 1778 Penn¬ 
sylvania Avenue NW., Washington, D. C.; and 

Notice of such hearing is hereby given to said party and 
to any interested State, State commission, State securities 
commission, municipality, and any other political subdivi¬ 
sion of a State, and to any representative or interested con¬ 
sumers or security holders, and any other person whose 
participation in such proceeding may be in the public inter¬ 
est or for the protection of investors or consumers. It is 
requested that any person desiring to be heard or to be 
admitted as a party to such proceeding shall file a notice 
to that effect with the Commission on or before May 20. 
1937. 

It is further ordered that Charles S. Moore, an officer of 
the Commission, be and he hereby Is designated to preside 
at such hearing, and authorized to adjourn said hearing 
from time to time, to administer oaths and affirmations, 
subpena witnesses, compel their attendance, take evidence, 
and require the production of any books, papers, correspond¬ 
ence. memoranda, contracts, agreements, or other records 
deemed relevant or material to the inquiry, and to perform 
all other duties in connection therewith authorized by law. 

Upon the completion of the taking of testimony in this 
matter, the officer conducting said hearing is directed to 
close the hearing and make his report to the Commission. 

By the Commission. 

I sealJ Francis P. Brassor, Secretary. 

|F. R. DoC. 37-1305; FUed, May 7,1937; 12:51 p. m.J 
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United States of America—Before Vie Securities 
and Exchange Commission 

At a regular session of the Securities and Exchange Com¬ 
mission held at its office in the City of Washington, D. C. # 
on the 6th day of May, A. D., 1937. 

In the Matter of an Offering Sheet or a Royalty Interest 
in the Sinclair - Pr airie - Peaches Farm, Filed on April 13, 
1937, by George C. Creager, Inc., Respondent 


ORDER FOR CONTINUANCE 

The Securities and Exchange Commission, having been 
requested by its counsel for a continuance of the hearing in 
the above entitled matter,* which was last set to be heard at 
10:30 o’clock in the forenoon on the 7th day of May, 1937, 
at the office of the Securities and Exchange Commission, 
18th Street and Pennsylvania Avenue, Washington, D. C. f 
and it appearing proper to grant the request; 

It is ordered, pursuant to Rule VI of the Commission’s 
Rules of Practice under the Securities Act of 1933, as 
amended, that the said hearing be continued to 2:00 o’clock 
in the afternoon on the 21st day of May. 1937, at the same 
place and before the same trial examiner. 

By the Commission. 

(seal! Francis P. Brassor, Secretary. 


|F. R. Doc. 37-1307; Filed, May,?. 1937; 12:51 p. m.| 



United States of America—Before the Securities 
and Exchange Commission 

At a regular session of the Securities and Exchange Com¬ 
mission held at its office in the City of Washington, D. C., 
on the 6th day of May. A. D., 1937. 

In the Matter of an Offering Sheet of a Royalty Interest 
in the Pure-Tunnell #59 Farm, Filed on March 24. 1937, 
by P. R. Knickerbocker. Respondent. 

order terminating proceeding after amendment 

The Securities and Exchange Commission, finding that 
the offering sheet filed with the Commission, which is the 
subject of this proceeding, has been amended, so far as 
necessary, in accordance with the Suspension Order previ¬ 
ously entered in this proceeding; * 

It is ordered, pursuant to Rule 341 (d) of the Commis¬ 
sion’s General Rules and Regulations under the Securities 
Act of 1933, as amended, that the amendment received at 
the office of the Commission on May 3. 1937. be effective as 
of May 3, 1937; and 

It is further ordered that the Suspension Order, Order 
for Hearing and Order Designating a Trial Examiner, here¬ 
tofore entered in this proceeding, be and the same hereby 
are revoked and the said proceeding terminated. 

By the Commission. 

I seal! Francis P. Brassor, Secretary. 

[F. R. Doc. 37-1306; Filed. May 7. 1937; 12:51 p. m.) 



United States of America—Before the Securities 
and Exchange Commission 

At a regular session of the Securities and Exchange Com¬ 
mission held at its office in the City of Washington, D. C.. on 
the 6th day of May. A. D., 1937. 

In the Matter of an Offering Sheet of a Royalty Interest 
in the Wamhoff-Muse Farm, Filed on April 29, 1937, BY 
W. E. Cook, Respondent 

SUSPENSION ORDER, ORDER FOR HEARING (UNDER RULE 340 (A)) 
AND ORDER DESIGNATING TRIAL EXAMINER 

The Securities and Exchange Commission, having reason¬ 
able grounds to believe, and therefore alleging, that the offer- 


'2F. R. 881. 
3 2 F. R. 736. 


ing sheet described In the title hereof and filed by the re¬ 
spondent named therein is incomplete or inaccurate in the 
following material respects, to wit: 

(1) In that the date upon which the information con¬ 
tained in the offering sheet will be out of date, as set forth 
in Division I f paragraph 6, may not be correct; 

(2) In that the name of the farm, as set forth in Division 
n. Item 2 (a), does not agree with the name disclosed by 
Exhibit A; 

(3) In that the name of the railroad, required to be given 
in Division II, Item 10 (d). is omitted; 

(4) In that the statement required to be made following 
Division II. Item 11, is omitted; 

(5) In that it appears from the statement made in Divi¬ 
sion n. Item 12. that McMinn and Morton are the operators 
of the tract involved, which information is not disclosed by 
Exhibit A; 

It is ordered, pursuant to Rule 340 (a) of the Commis¬ 
sion’s General Rules and Regulations under the Securities 
Act of 1933, as amended, that the effectiveness of the filing 
of said offering sheet be. and hereby is. suspended until the 
5th day of June. 1937; that an opportunity for hearing be 
given to the said respondent for the purpose of determining 
the material completeness or accuracy of the said offering 
sheet in the respects in which it is herein alleged to be 
incomplete or inaccurate, and whether the said order of 
suspension shall be revoked or continued; and 

It Ls further ordered that Charles S. Lobingier, an officer 
of the Commission be, and hereby is, designated as trial 
examiner to preside at such hearing, to continue or adjounf 
the said hearing from time to time, to administer oaths and 
affirmations, subpoena witnesses, compel their attendance, 
take evidence, consider any amendments to said offering 
sheet as may be filed prior to the conclusion of the hearing, 
and require the production of any books, papers, correspond¬ 
ence. memoranda, or other records deemed relevant or ma¬ 
terial to the inquiry, and to perform all other duties in con¬ 
nection therewith authorized by law; and 

It is further ordered that the taking of testimony in this 
proceeding commence on the 21st day of May, 1937, at 11:30 
o’clock in the forenoon, at the office of the Securities and 
Exchange Commission, 18th Street and Pennsylvania Avenue. 
Washington, D. C., and continue thereafter at such times 
and places as said examiner may designate. 

Upon the completion of testimony in this matter the exam¬ 
iner is directed to close the hearing and make his report to 
the Commission. 

By the Commission. 

[seal! Francis P. Brassor. Secretary . 

[F. R. Doc.37-1311: Filed. May 7, 1937; 12:62 p.m.) 


United States of America—Before the Securities 
and Exchange Commission 

At a regular session of the Securities and Exchange Com¬ 
mission held at its office in the City of Washington, D. C„ 
on the 6th day of May. A. D., 1937. 

In the Matter of an Offering Sheet of a Royalty Inter¬ 
est in the Stanolind-Amerada-Gassoway Farm. Filed on 
April 29, 1937, by Industrial Investment Corp., Respond¬ 
ent 

SUSPENSION ORDER, ORDER FOR HEARING (UNDER RULE 340 (A)) 
AND ORDER DESIGNATING TRIAL EXAMINER 

The Securities and Exchange Commission, having reason¬ 
able grounds to believe, and therefore alleging, that the 
offering sheet described in the title hereof and filed by the 
respondent named therein is incomplete or inaccurate in the 
following material respects, to wit: 

(1) In that the date upon which the information con¬ 
tained in the offering sheet will be out of date, as set forth 
in Division I, paragraph 8. may not be correct; 

(2) In that the Commission has information to the effect 
that the Amerada is the operator of this lease, which in- 
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formation does not agree with the statement made by you 
in Division n, Item 2 (d); 

(3) In that the statement “no water has been reported”, 
given in Division n, Item 13, does not agree with the infor¬ 
mation disclosed in Division n, Item 16 (a) (ili), wherein it 
is shown that well #2, located upon the tract involved, has 
produced as high as 87% water; 

(4) In that the representations made in Division II, Item 
13, should be of a factual nature, and for that reason it is 
not believed that the statement “The trend of the structure 
in this area, generally speaking, is thought to be north and 
south, and from the contours projected it appears that the 
entire Gassoway tract should be productive.” is properly 
^included in the information given in this item; 

It is ordered, pursuant to Rule 340 (a) of the Commis¬ 
sion’s General Rules and Regulations under the Securities 
Act of 1933, as amended, that the effectiveness of the filing 
of said offering sheet be, and hereby is, suspended until the 
6th day of June. 1937; that an opportunity for hearing be 
given to the said respondent for the purpose of determining 
the material completeness or accuracy of the said offering 
sheet in the respects in which it is herein alleged to be 
Incomplete or inaccurate, and whether the said order of 
suspension shall be revoked or continued, and 

It is further ordered that Charles S. Lobingier, an officer 
of the Commission be. and hereby is, designated as trial 
pYftmtner to preside at such hearing, to continue or adjourn 
the said hearing from time to time, to administer oaths and 
affirmations, subpoena witnesses, compel their attendance, 
take evidence, consider any amendments to said offering 
sheet as may be filed prior to the conclusion of the hearing, 
and require the production of any books, papers, correspond¬ 
ence, memoranda, or other records deemed relevant or 
material to the inquiry, and to perform all other duties in 
connection therewith authorized by law; and 

It is further ordered that the taking of testimony in this 
proceeding commence on the 21st day of May, 1937, at 
11:00 o’clock in the forenoon, at the office of the Securities 
and Exchange Commission, 18th Street and Pennsylvania 
Avenue, Washington, D. C„ and continue thereafter at such 
times and places as said examiner may designate. 

Upon the completion of testimony in this matter the 
examiner is directed to close the hearing and make his 
report to the Commission. 

By the Commission. 

[seal! Francis P. Brassor, Secretary. 

[F.R. Doc. 37-1308. Filed. May 7. 1937; 12:52 p. m.\ 


United States of America—Before the Securities 
and Exchange Commission 

At a regular session of the Securities and Exchange Com¬ 
mission held at its office in the City of Washington. D. C., 
on the 6th day of May. A. D., 1937. 

In the Matter of an Offering Sheet of a Royalty Interest 

in the Stanolind-Debord “A” Farm, Filed on April 29, 

1937, by Robert L. Kinxaid, Inc., Respondent 

SUSP EN SION ORDER, ORDER FOR HEARING (UNDER RULE 340 (A) ) 
AND ORDER DESIGNATING TRIAL EXAMINER 

The Securities and Exchange Commission, having reason¬ 
able grounds to believe, and therefore alleging, that the 
offering sheet described in the title hereof and filed by the 
respondent named therein is incomplete or Inaccurate in the 
following material respects, to wit; 

(1) In that the date upon which the information con¬ 
tained in the offering sheet will be out of date, as set forth 
in Division I, paragraph 8, is not believed to be correct; 

(2) In that it is not believed that the information given in 
Division n. Item 16 (a) (iii), relative to the gross production 
of water from the tract involved, truly reflects the current 
condition of the property by reason of the fact that the 
Commission has information to the effect that said tract, 
during the month of March, 1937, was producing in excess 


of 25% water, which information was available to the offeror 
prior to the filing of the offering sheet with the Commission; 

It is ordered, pursuant to Rule 340 (a) of the Commis¬ 
sion's General Rules and Regulations under the Securities 
Act of 1933, as amended, that the effectiveness of the filing 
of said offering sheet be, and hereby is, suspended until 
the 5th day of June, 1937; that an opportunity for hear¬ 
ing be given to the said respondent for the purpose of 
determining the material completeness or accuracy of the 
said offering sheet in the respects In which it is herein 
alleged to be incomplete or inaccurate, and whether the 
said order of suspension shall be revoked or continued; and 
It is further ordered that Charles S. Lobingier, an officer 
of the Commission be, and hereby is, designated as trial 
examiner to preside at such hearing, to continue or ad¬ 
journ the said hearing from time to time, to administer oaths 
and affirmations, subpoena witnesses, compel their attend¬ 
ance, take evidence, consider any amendments to said offer¬ 
ing sheet as may be filed prior to the conclusion of the 
hearing, and require the production of any books, papers, 
correspondence, memoranda, or other records deemed rele¬ 
vant or material to the inquiry, and to perform all other 
duties in connection therewith authorized by law; and 
It is further ordered that the taking of testimony in this 
proceeding commence on the 21st day of May, 1937, at 
10:30 o’clock in the forenoon, at the office of the Securities 
and Exchange Commission. 18th Street and Pennsylvania 
Avenue, Washington, D. C.. and continue thereafter at such 
times and places as said examiner may designate. 

Upon the completion of testimony in this matter the 
examiner is directed to close the hearing and make his 
report to the Commission. 

By the Commission. 

[seal! Francis P. Brassor. Secretary. 

(F. R. Doc. 37-1309; Filed, May 7. 1937; 12:52 p. m.J 


United States of America—Before the Securities 
and Exchange Commission 

At a regular session of the Securities and Exchange Com¬ 
mission held at its office in the City of Washington, D. C., 
on the 6lh day of May, A. D., 1937. 

In the Matter of an Offering Sheet of a Royalty Interest 

in the Sinclair et al.-Smith Farm, Filed on April 29, 

1937, by L. H. Witwer, Respondent 

SUSPENSION ORDER, ORDER FOR HEARING (UNDER RULE 340 (A) ) 
AND ORDER DESIGNATING TRIAL EXAMINER 

The Securities and Exchange Commission, having reason¬ 
able grounds to believe, and therefore alleging, that the 
offering sheet described in the title hereof and filed by the 
respondent named therein is incomplete or inaccurate in the 
following material respects, to wit; 

(1) In that the information given in Division n. Item 1, 
relative to the number of barrels of oil which must be pro¬ 
duced before the smallest fractional interest proposed to be 
offered will be entitled to receive one barrel, does not appear 
to be set forth in the offering sheet in such a manner as to 
make the information therein given not misleading; 

(2) In that the statement made in Division n. Item 2 (c), 
may not be correct and does not agree with the information 
disclosed by Exhibit B. The information given in Division 
H, Item 2 (c), should be fully explained; 

(3) In that the lease boundaries of the tract in which the 
grantees of the proposed mineral deed attached to the offer¬ 
ing sheet as Exhibit B will participate, are not clearly defined 
in Exhibit A, and without a full and complete explanation the 
information given by said Exhibit A might be misleading; 

It is ordered, pursuant to Rule 340 (a) of the Commis¬ 
sion’s General Rules and Regulations under the Securities 
Act of 1933, as amended, that the effectiveness of the filing 
of said offering sheet be, and hereby is, suspended until the 
5th day of June, 1937; that an opportunity for hearing be 
given to the said respondent for the purpose of determining 
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the material completeness or accuracy of the said offering 
<iheet in the respects in which it is herein alleged to be 
incomplete or inaccurate, and whether the said order of 
suspension shall be revoked or continued; and 
It is further ordered that Charles S. Lobingier. an officer 
of the Commission be. and hereby is, designated as trial 
examiner to preside at such hearing, to continue or adjourn 
the said hearing from time to time, to administer oaths and 
affirmations, subpoena witnesses, compel their attendance, 
take evidence, consider any amendments to said offering 
sheet as may be filed prior to the conclusion of the hearing, 
and require the production of any books, papers, correspond- 
pnee, memoranda, or other records deemed relevant or ma¬ 
terial to the inquiry, and to perform all other duties in con¬ 
nection therewith authorized by law; and 
It is further ordered that the taking of testimony in this 
proceeding commence on the 21st day of May, 1937, at 
10:00 o’clock in the forenoon, at the office of the Securities 
ond Exchange Commission, 18th Street and Pennsylvania 
Avenue, Washington, D. C.. and continue thereafter at such 
rimes and places as said examiner may designate. 

Upon the completion of testimony in this matter the 
examiner is directed to close the hearing and make his re¬ 
port to the Commission. 

By the Commission. 

[ seal 1 Francis P. Brassor. Secretary. 

|F. R. Doc.37-1310: Piled, May 7.1937; 12:52 p.m. I 


Federal Register Act 

I Public—N o. 220—74 th Congress; 49 Stat. 500-6031 

AN ACT To provide for the custody of Federal proclamations, 
orders, regulations, notices, and other documents, and for the 
prompt and uniform printing and distribution thereof. 

Be it enacted by the Senate and House of Representatives 
o/ the United States of America in Congress assembled, 
That the Archivist of the United States, acting through a 
division established by him in the National Archives Estab¬ 
lishment, hereinafter referred to as the “Division”, is 
charged with the custody and, together with the Public 
Printer, with the prompt and uniform printing and distribu¬ 
tion of the documents required or authorized to be published 
under section 5. There shall be at the head of the Division 
a director, appointed by the President, who shall act under 
the general direction of the Archivist of the United States 
in carrying out the provisions of this Act and the regulations 
prescribed hereunder, who shall receive a salary, to be fixed 
by the President, not to exceed $5,000 a year. 

Sec. 2. The original and two duplicate originals or cer¬ 
tified copies of any document required or authorized to be 
published under section 5 shall be filed with the Division, 
which shall be open for that purpose during all hours of 
the working days when the Archives Building shall be open 
for official business. The Director of the Division shall 
cause to be noted on the original and duplicate originals or 
certified copies of each document the day and hour of filing 
thereof: Provided, That when the original is Issued, pre¬ 
scribed, or promulgated outside of the District of Columbia 
and certified copies are filed before the filing of the original, 
the notation shall be of the day and hour of filing of the 
certified copies. Upon such filing, at least one copy shall 
be immediately available for public Inspection in the office 
of the Director of the Division. The original shall be 
retained in the archives of the National Archives Establish¬ 
ment and shall be available for inspection under regulations 
to be prescribed by the Archivist. The Division shall trans¬ 
mit immediately to the Government Printing Office for 
printing, as provided in this Act, one duplicate original or 
certified copy of each document required or authorized to 
be published under section 5. Every Federal agency shall 
cause to be transmitted for filing as herein required the 
original and the duplicate originals or certified copies of all 
such documents issued, prescribed, or promulgated by the 
agency. 

No. 89-2 


Sec. 3. Ail documents required or authorized to be pub¬ 
lished under section 5 shall be printed and distributed 
forthwith by the Government Printing Office in a serial 
publication designated the “Federal Register.” It shall be 
the duty of the Public Printer to make available the facili¬ 
ties of the Government Printing Office for the prompt print¬ 
ing and distribution of the Federal Register in the manner 
and at the times required in accordance with the provisions 
of this Act and the regulations prescribed hereunder. The 
contents of the daily Issues shall be indexed and shall com¬ 
prise all documents, required or authorized to be published, 
filed with the Division up to such time of the day imme¬ 
diately preceding the day of distribution as shall be fixed 
by regulations hereunder. There shall be printed with each 
document a copy of the notation, required to be made under 
section 2, of the day and hour when, upon filing with the 
Division, such document was made available for public 
inspection. Distribution shall be made by delivery or by 
deposit at a post office at such time in the morning of the 
day of distribution as shall be fixed by such regulations 
prescribed hereunder. The prices to be charged for the 
Federal Register may be fixed by the administrative com¬ 
mittee established by section 6 without reference to the 
restrictions placed upon and fixed for the sale of Govern¬ 
ment publications by section 1 of the Act of May 11, 1922. 
and section 307 of the Act of June 30. 1932 (U. S. C.. title 
44. secs. 72 and 72a), and any amendments thereto. 

Sec. 4. As used in this Act, unless the context otherwise 
requires, the term “document” means any Presidential 
proclamation or Executive order and any order, regulation, 
rule, certificate, code of fair competition, license, notice, or 
similar instrument issued, prescribed, or promulgated by a 
Federal agency; the terms “Federal agency” or “agency” 
mean the President of the United States, or any executive 
department, independent board, establishment, bureau, 
agency, institution, commission, or separate office of the 
administrative branch of the Government of the United 
States but not the legislative or judicial branches of the 
Government; and the term “person” means any individual, 
partnership, association, or corporation. 

Sec. 5. (a) There shall be published in the Federal Regis¬ 
ter (1) all Presidential proclamations and Executive orders, 
except such as have no general applicability and legal effect 
or are effective only against Federal agencies or persons in 
their capacity as officers, agents, or employees thereof; (2) 
such documents or classes of documents as the President 
shall determine from time to time have general applicability 
and legal effect; and (3) such documents or classes of docu¬ 
ments as may be required so to be published by Act of the 
Congress: Provided That for the purposes of this Act every 
document or order which shall prescribe a penalty shall be 
deemed to have general applicability and legal effect. 

(b) In addition to the foregoing there shall also be pub¬ 
lished in the Federal Register such other .documents or 
classes of documents as may be authorized to be published 
pursuant hereto by regulations prescribed hereunder with 
the approval of the President, but in no case shall comments' 
or news items of any character whatsoever be authorized to 
be published in the Federal Register. 

Sec. 6 . There is established a permanent Administrative 
Committee of three members consisting of the Archivist or 
Acting Archivist, who shall be chairman, an officer of the 
Department of Justice designated by the Attorney General, 
and the Public Printer or Acting Public Printer. The Direc¬ 
tor of the Division shall act as secretary of the committee. 
The committee shall prescribe, with the approval of the 
President, regulations for carrying out the provisions of this 
Act. Such regulations shall provide, among other things: 
(a) The manner of certification of copies required to be 
certified under section 2, which certification may be per¬ 
mitted to be based upon confirmed communications from 
outside of the District of Columbia; (b) the documents 
which shall be authorized pursuant to section 5 (b) to be 
published In the Federal Register; (c) the manner and form 
in which the Federal Register shall be printed, reprinted. 
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compiled, indexed, bound, and distributed; (d) the number 
of copies of the Federal Register which shall be printed, 
reprinted, and compiled, the number which shall be dis¬ 
tributed without charge to Members of Congress, officers and 
employees of the United States, or any Federal agency for 
their official use, and the number which shall be available 
for distribution to the public; and (e) the prices to be 
charged for individual copies of, and subscriptions to, the 
Federal Register and reprints and bound volumes thereof. 

Sec. 7. No document required under section 5 (a) to be 
published in the Federal Register shall be valid as against 
any person who has not had actual knowledge thereof until 
the duplicate originals or certified copies of the document 
shall have been filed with the Division and a copy made 
available for public inspection as provided in section 2; and, 
unless otherwise specifically provided by statute, such filing 
of any document, required or authorized to be published 
under section 5, shall, except in cases where notice by publi¬ 
cation is insufficient in law, be sufficient to give notice of 
the contents of such document to any person subject thereto 
or affected thereby. 'The publication in the Federal Register 
of any document shall create a rebuttable presumption (a) 
that it was duly issued, prescribed, or promulgated; (b) that 
it was duly filed with the Division and made available for 
public inspection at the day and hour stated in the printed 
notation; (c) that the copy contained in the Federal Regis¬ 
ter is a true copy of the original; and, (d) that all require¬ 
ments of this Act and the regulations prescribed hereunder 
relative to such document have been complied with. Hie 
contents of the Federal Register shall be judicially noticed 
and, without prejudice to any other mode of citation, may 
be cited by volume and page number. 

Sec. 8. Whenever notice of hearing or of opportunity to be 
heard is required or authorized to be given by or under an 
Act of the Congress, or may otherwise properly be given, the 
notice shall be deemed to have been duly given to all persons 
residing within the continental United States (not including 
Alaska), except in cases where notice by publication is insuf¬ 
ficient in law. if said notice shall be published in the Federal 
Register at such time that the period between the publication 
and the date fixed in such notice for the hearing or for the 
termination of the opportunity to be heard shall be (a) not 
less than the time specifically prescribed for the publication 
of the notice by the appropriate Act of Congress; or (b) 
not less than fifteen days when no time for publication is 
specifically prescribed by the Act, without prejudice, however, 
to the effectiveness of any notice of less than fifteen days 
where such shorter period is reasonable. 

Sec. 9. Every payment made for the Federal Register shall 
be covered into the Treasury as a miscellaneous receipt. 
The cost of printing, reprinting, wrapping, binding, and 
distributing the Federal Register and any other expenses 
incurred by the Government Printing Office in carrying out 
the duties placed upon it by this Act shall be borne by the 


appropriations to the Government Printing Office and such 
appropriations are hereby made available, and are author¬ 
ized to be increased by such additional sums as are neces¬ 
sary for such purposes, such increases to be based upon 
estimates submitted by the Public Printer. The purpose:, 
for which appropriations are available and are authorized 
to be made under section 10 of the Act entitled “An Act to 
establish a National Archives of the United States Govern¬ 
ment, and for other purposes” (48 Stat. 1122) are enlarged 
to cover the additional duties placed upon the National 
Archives Establishment by the provisions of this Act. Copies 
of the Federal Register mailed by the Government shall be 
entitled to the free use of the United States mails in the 
same manner as the official mail of the executive depart¬ 
ments of the Government. The cost of mailing the Federal 
Register to officers and employees of Federal agencies in 
foreign countries shall be borne by the respective agencies. 

Sec. 10. The provisions of section 2 shall become effective 
sixty days after the date of approval of this Act and the 
publication of the Federal Register shall begin within three 
business days thereafter: Provided, That the appropriations 
involved have been increased as required by section 9 of this 
Act. The limitations upon the effectivenss of documents 
required, under section 5 (a). to be published in the Federal 
Register shall not be operative as to any document issued, 
prescribed, or promulgated prior to the date when such 
document is first required by this or subsequent Act of the 
Congress or by Executive order to be published in the 
Federal Register. 

Sec. 11. Within six months after the approval of this Act 
each agency shall prepare and file with the committee a 
complete compilation of all documents which have been 
issued or promulgated prior to the date documents are 
required or authorized by this Act to be published in the 
Federal Register and which are still in force and effect and 
relied upon by the agency as authority for, or invoked or 
used by it in the discharge of, any of its functions or activi¬ 
ties. The committee shall within sixty days thereafter 
report with respect thereto to the President, who shall de¬ 
termine which of such documents have general applicability 
and legal effect, and shall authorize the publication thereof 
in a special or supplemental edition or issue of the Federal 
Register. Such special or supplemental editions or issues 
shall be distributed in the same manner as regular editions 
or issues, and shall be included in the bound volumes of the 
Federal Register as supplements thereto. 

Sec. 12. Nothing in this Act shall be construed to apply 
to treaties, conventions, protocols, and other international 
agreements, or proclamations thereof by the President. 

Sec. 13. All Acts or parts of Acts in conflict with this Act 
are hereby repealed insofar as they conflict herewith. 

Sec. 14. This Act may be cited as the ‘Tederal Register 
Act.” 

Approved, July 26, 1935. 






